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OPERATING CONSIDERATIONS 

The high voltages at which the 3 ATs is operated are very 
dangerous. Great care shouId be taken in the design of equip¬ 
ment to prevent the operator from coming in contact with these 
high voltages. Particular care against fatal shock should be 
taken in the measurement of heater voltage. Under all circum¬ 
stances, circuit parts which may beathigh potentials should be 
enclosed or adequately insulated. 

X-radlation. The voltages employed in some television 
receivers and other high-voltage equipment are sufficiently 
high that high-voltage rectifier tubes may produce X-radiation 
which can constitute a health hazard unless such tubes are 
adequately shielded. Relatively simple shieIding shou I d prove 
adequate, but the need for this precaution shouId be considered 
in equipment design. 
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